WIRE PER FIG. | WHEN USED WITH SECO PRIMARY AND SINGLE CIRCUIT SECONDARY CONTROL 
UNITS WITH OUTSIDE D.C. SUPPLY. 


WIRE PER FIG. | AND DOTTED LINES IN FIG, 2 WHEN USED WITH TWO CIRCUIT SECONDARY 
CONTROL UNIT WITH OUTSIDE D. C. SUPPLY. 


WIRE PER SOLID LINES IN FIG. 2 WHEN USED WITH. SEGO PRIMARY AND SINGLE CIRCUIT 
SECONDARY CONTROL UNITS WITH RECTIFIER IN CABINET 


WIRE PER SOLID AND DOTTED LINES IN FIG. 2 WHEN USED WITH SEGO TWO GCIRGUIT 


SEGONDARY CONTROL UNIT WITH RECTIFIER IN CABINET. 


WIRE COLOR CODE: (GOLOR MAY BE SOLID OR TRACER IN WHITE WIRE ) 


YELLOW Y-R YELLOW- RED G-W GREEN-WHITE RED 
GREEN Y-G YELLOW-GREEN BK-O BLACK- ORANGE BLACK 
BROWN Y-BL YELLOW-BLUE BK-G BLACK- GREEN BLUE 
WHITE R-G RED~ GREEN BK-W BLACK- WHITE PURPLE (RED & 
ORANGE R-W RED- WHITE BL-O BLUE- ORANGE BLUE TRACER) 
s SLATE G-O GREEN-ORANGE BL-G BLUE- GREEN 
BR-W BROWN WHITE BL-W BLUE- WHITE 


SLIP 


PLUGS AND RECEPTACLES VIEWED FROM PRONG & SLOT SIDE EXCEPT AS INDICATED IN NOTE 4. 


INSIDE VIEW OF ASSEMBLY. SIDES A AND A, B AND 8, C AND GC, AND DANDD ARE 
TOUGHING WHEN ASSEMBLY IS GLOSED. PLUGS AND RECEPTACLES VIEWED FROM SOLDER TERMINAL SIDE. 


SEE WO 2514 FOR SECO APPARATUS INTERCONNECTING FAGILITIES. 
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CABINET RECEPTACLE WIRING (BY CUSTOMER) 20 
(NOTE |) 2 
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115396 CABLE 


EXTRA WIRE 
TIED BACK 
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SET OF PARTS II6014 
USED TO MOUNT 


MODIFIED TRANSMITTER DIS TRIBUTOR( XD) 
BOTTOM VIEW 


(WITH COLOR 
AS INDICATED) 


SECONDARY CONNECTOR ASSEMBLY 
115470 (NOTE 4) 


96219- {WITH COLOR 
STRAPS | AS INDICATED 
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PRIMARY CONNECTOR ASSEMBLY 
115469 (NOTE 4) 


NOTE 5 
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WIRING DIAGRAM 


SET OF PARTS 
AND CABINETS 
USED WITH THE 
SECO SYSTEM 


